ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT 1A 
BEAT 
DATE 08-25-15 
OFFICER 1 PARRA, A #126 
OFFICER 2 WISSMAN, M # 147 
SUPERVIS NAM,K 
OR 
P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. 
0600/0063 BOW- ALL EQUIPMENT OBTAINED IN GOOD WORKING 
0 CONDITION. 
0630/064 ASSIST/FB 4- 1413 VINE ST (McDONALD’S). RE: 
0 SLEEPERS IN THE LOBBY. FB 4 ADVISED THE 
SUBJECTS TO LEAVE AND THEY COMPLIED. 
0640/070 P/C- HOLLYWOOD BID- CHECKED AREA FOR PERSONS 
5 STILL SLEEPING ON THE PUBLIC SIDEWALK OR ON 
PRIVATE PROPERTY: 
6381 HOLLYWOOD BLVD (3) 
6559 HOLLYWOOD BLVD (3) 
6757 HOLLYWOOD BLVD (2) 
7018 HOLLYWOOD BLVD (3) 
WE CONTACTED 11 SUBJECTS. WE ASKED THEM TO GET 
UP AND ALL COMPLIED. 
0715/073 RADIO CALL- 5873 HOLLYWOOD BLVD (TOMMY’S). 
0 RE: 4 SUBJECTS LOITERING ON THE PROPERTY. WE 
ADVISED THE SUBJECTS TO LEAVE AND THEY 
COMPLIED. 
0730/074 ASSIST/FB 1- 6776 HOLLYWOOD BLVD 
0 (McDONALD’S). RE: SLEEPERS INSIDE. FB 1 MADE 
CONTACT AND ADVISED THE SUBJECTS PER THE 
MANAGEMENT TO LEAVE. THEY COMPLIED. 
0740/075 RADIO CALL- 1820 CAHUENGA BLVD. 
0 (LAUNDRYMATE). RE: 415 SUBJECT IN THE 
LOCATION. SUBJECT WAS ADVISED TO CALM DOWN 
AND HE APOLOGIZED AND COMPLIED. 
0800/081 HBID OFFICE- DETAIL COMPLETE. 


0 
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0825/0084 
0 


0840/085 
0 


0900/094 
5 


1010/102 
0 


1045/110 
0 


1100/113 
0 


1200/140 
0 


1430 


RADIO CALL- 6370 SUNSET BLVD. RE: 4 TO 5 

SUBJECTS LOITERING ON THE WEST SIDE OF THE 
BLDG. WE ADVISED THE SUBJECTS TO LEAVE AND THEY 
COMPLIED. 


ASSIST/FB 4- 6245 LEXINGTON (TACO BELL). RE: 
TRANSLATION. TRANSLATION COMPLETE. 


ASSIST/FB 1- 6370 SUNSET BLVD. RE: SUBJECTS 
STILL SLEEPING/LOITERING ON THE WEST SIDE OF 
THE BLDG. FB 1 ADVISED THE SUBJECTS TO GET UP 
AND MOVE ON OR BE ARRESTED FOR TRESPASSING. 
SUBJECTS COMPLIED AND LEFT. WE STOOD BY FOR 
CLEAN STREETS TO ARRIVE AND PICK UP ALL OF THE 
TRASH. 


BUSINESS CONTACT-5873 HOLLYWOOD BLVD. 
(TOMMY’S) WE CHECKED THE LOCATION FOR ANY 
PROBLEMS. LOCATION CHECKED OK. MET WITH RAUL 
LOCATION COOK WHO STATED ALL WAS OK. 


BUSINESS CONTACT- 1810 CAHUENGA BLVD (7-11). 
CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH MARLENE 
LOCATION CLERK WHO STATED ALL WAS OK. 


C-7 MEAL BREAK. 
HBID OFFICE- PM WATCH ROLL CALL/ VEHICLE 
EXCHANGE/ OFFICER LOG/ ON LINE TRAINING. 


EOW- ALL EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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